Message 


From: 

Sent: 

To: 

CC: 

Subject: 

Attachments: 


Saunders, Della (DPH) 

3/14/2012 6:24:49 PM 

Knasas, Andrius (SUF) [/o=Commonwealth of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Andrius.Knasas] 
Corbett, Kate (DPH) [/o=Commonwealth of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

FW: Discovery Packet Lab 
20120314142033793.pdf 


Good Afternoon Andrius, 

Attached is a copy of the above-mentioned discovery packet. Please feel free to contact us if you need 
any further information. 

Del 1 a 

Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 

William A. Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA. 02130 

617-983-6632 phone 

617-983-6625 fax 

-Original Message- 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner@massmail.state.ma.us] 

Sent: Wednesday, March 14, 2012 2:21 PM 
To: Saunders, Della (DPH) 

Subject: 

This E-mail was sent from "DPH-SLI-361-Scanner" (Aficio MP 3350B). 

Scan Date: 03.14.2012 14:20:33 (-0400) 

Queries to: itsscanner@massmai1.state.ma.us 
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